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MR. DUN: Today's date is November 1, 2001. 

The time is 10:20 a.m. I am Richard Dun in the 

New York City Fire Department working with. 

Q. Fabiola? 

A. Quevedo, of the New York City Fire 
Department. 

Q. We are conducting an interview with -- 

A. Gregg Brady Battalion 4, EMT D. 

Q. Gregg, in your own words and description 
please describe the events of September 11, 2001 this 
year. 

A. Okay. I reported to work normally as I do, 
reported in at 8 a.m. At the time of the first crash, 
I was sitting in our office speaking with the ALS 
coordinator of Division 1, Esther Coarse, when we heard 
a loud bang, we both thought it was a sanitation truck, 
either dropped something or they crashed. Never 
thinking it was a plane. 

At that time, we heard a lot of talking on 
the radio and I got a call from Captain Mark Stone 
saying to load up vehicle 849, a Suburban, and be 
waiting for him downstairs. As he arrived, we 
proceeded down to the north tower of World Trade 


Center. As we were proceeding through the Battery Park 
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tunnel, as we came out, we saw the second plane hit the 
south tower. At that time, traffic was very dense and 
it was very hard to get through. 

Q. Was it dense because there was debris on the 
ground yet? 

A. Yes, there was a lot of debris on the 
ground. There was a lot of people looking up, 
watching, a lot of people not knowing what to do. 

Q. Was it chaotic or anything like that? 

A. Yes. Very chaotic, people, they were 
evacuating busses and stuff like that. I managed to 
make my way through and I parked vehicle 849 across the 
street -- across from the south tower on the West Side 
Highway. At that time, me and Captain Stone met up 
with Chief Gombo, and Chief Gombo and Captain Stone 
proceeded on talking on what courses of action that we 
should take. 

After meeting -- after their meeting, Captain 
Stone proceeded to ask me to instruct 3 units to follow 
us into the north tower's lobby and set up a triage 
area. At the time, as we were going through, it was 
very chaotic. A lot of jumpers. Had a body laying 
about 20 feet to my right. 


Q. Were the radios working at that time? 
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A. At that time radios were working, cell phones 
we were having a lot of trouble with. We proceeded 
through a broken window that the Fire Department broke 
to lead access into the south tower. We proceeded to 
set up a triage area. At that time plans changed and 
we transferred the triage area over to 7 World Trade 
Center, in the lobby. 

From that time, I proceeded with Captain 
Stone back into the south tower to meet up with Chief 
Gombo again. Chief Gombo proceeded outside, so we went 
outside and I found myself standing underneath the 
south tower. 

Exact place, I believe, was across the street 
near a toll booth. I remember a toll booth. At that 
time, as they were speaking we heard a loud rumble and 
we look up and we saw that the south tower was coming 
down. We all turned around to go run and all we saw 
was a building. I pretty much thought I was dead. I 
didn't see anywhere else to run. Although we saw a 
bunch of firemen running into an underground parking 
garage, so seeing that, I followed them into the 
underground parking garage and huddled against the wall 
waiting for the debris to come in. 


Q. Was Captain Stone in -- 
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A. Yes, Captain Stone proceeded in. At that 
time, we lost each other. After all the debris stopped 
from coming in, I turned around and I couldn't even see 
my hand in front of my face. I had no clue where I 
was, I was breathing a lot of dust and concrete dust. 
It and was all globbing up in my mouth and I tried to 
spit it out and a bunch of firefighters turned on 
flashlights and started yelling come towards the 
light. 

We found an exit, the way out. We found an 
exit, the way out. We came out a side exit. Came out 
through a stairwell, a side exit of a stairwell on the 
bottom floor. Came around and proceeded around to the 


front of the second building. Actually -- 


Q. The first tower? 

A. The first tower. We were standing right over 
here. 

Q. The parking lot and the driveway is over 
here. 

A. There is an underground parking lot somewhere 


over here, right? 
Q. Right here. 
A. Okay. So we ran over here. 


Q. You came out in the Financial Center? 
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A. Yes, we ran underneath 2 World Financial 
Center and we came out in front. I don't know how we 
came out. There must have been a side exit out. When 
we came out in front it was just as dark as it was out 
there. You know, we came outside and I thought -- I 
didn't even know we were outside it was just as dark as 
it was inside. 

From there, at that time I still lost Captain 
Stone, I hadn't seen him. I met up with Chief 
Carrasquillo. I met up with him outside. I know him 
from being Chief Ianarelli's aide. I met up with him. 
We proceeded to 3 World Financial Center, the American 
Express building and we -- they set up a plan of 
action. They set up a triage area in that lobby. 

Plans changed again. I met up with -- I saw 
Captain Stone in that lobby. They moved the triage 
area to -- I'm not sure what the building is called. 

Q. North End Avenue? 

A. North End Avenue and Vesey Street, there is a 
building right on the corner. At that time we 
proceeded into the middle of West Street directly 
underneath the north tower. At that time, I had a very 
tight feeling in my stomach, just experiencing what I 


went through with 2 World Trade Center, being that 
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close. I didn't feel at ease at all. 

We were standing underneath and Captain Stone 
was speaking again. We heard -- I heard 3 loud 
explosions. I look up and the north tower is coming 
down now, 1 World Trade Center. 

Q. Did you see any fire Chiefs or anybody like 
that? 

A. I saw two fire Chiefs. I don't recall their 
names. I saw two fire Chiefs, Chief Basile, Captain 
Stone and I don't recall who else was over there. We 
were standing in a circle in the middle of West 
Street. They were talking about what was going on. 

At that time, when I heard the 3 loud 
explosions, I started running west on Vesey Street 
towards the water. At that time, I couldn't run fast 
enough. The debris caught up with me, knocked my 
helmet off. I tumbled and then eventually I started 
running again. I made it behind a building on North 
End Avenue. I set up a triage area in that corner 
building and at that time I started treating patients. 

I was standing around and I saw a whole bunch 
of patients coming in. I started treating -- I do 
remember treating a 3 star Chief from the Fire 


Department. He was on a backboard and we put oxygen on 
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him, we are bringing in equipment. They were setting 
up ambulances outside to get them out. Was treating 
regular pedestrians, regular civilians. 

Q. Was there a lot of chaos at that time? 

A. A lot of chaos. Inside the building was 
Chief Gombo, Chief Pascale, Chief Basile, Captain Stone 
and a Lieutenant that I'm not sure -- I don't recall 
his name, from EMS. They were talking over a strategy 
of what else was going to happen, what they should do. 
At that time I left and I started treating patients 
again. 

After that, I left with Captain Stone to the 
West Side -- we left to go to the West Side Highway. 
I'm not exactly sure why or -- 

Q. Did you happen to go north or south? 

A. We went north on the West Side Highway, after 
they talked about what strategy. We started walking 
towards Chelsea Piers, because they set up a triage 
area up there. From what I remember, Captain Stone was 
injured during the second tower coming down, and we met 
up with Chief Randy Hirth and Lieutenant Grace 
Cacciola, and Captain Stone was transported to Bellevue 
for an x-ray on his shoulder. After he was released, 


we returned to Battalion 8 for about 20 minutes and we 
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proceeded back down to Ground Zero. 
After that, we were -- I'm not sure. I 
believe we went up to Chelsea Piers and we started -- 
Q. With Chief Hirth? 


A. With Chief Hirth, Grace Cacciola and Captain 


Mark Stone. 
Q. So Mark came back? 
A. Yes, Mark came back. 
Q. You all went back to Chelsea Piers and that's 


where you stayed the rest of the tour or the remainder? 
A. We stayed up there for maybe I would say 
maybe half an hour, 40 minutes, then we proceeded back 
down to West and Chambers where they set up the command 
post for EMS, where Captain Stone met up with Chief 
Basile again, Chief Carrasquillo, Chief Pascale and 


Chief McCracken. They started laying out the plan for 


Q. Long term operations? 

A. Yes. For long term operations and from there 
I met up with Chief Steffens. At that time I was 
acting as his aide because Chief Ianarelli is out on 
medical at this moment. We were instructed to head up 
to Chelsea Piers and Chief Steffens was to take command 


of Chelsea Piers. At that time, I acted as his aide, 
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recovering information as well. 
Q. Okay. So that's -- 
A. That's basically my experience. 
MR. DUN: Okay. This concludes the 


interview. The time is 1030 hours. 
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